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Accounts       Secretary by sending a statement of account with vouchers to him.

maintained,

disbursements of salary, an acquittance roll book is maintained
in the Superintendent's office*

AUDIT PROCEDURE.

204.  The audit being a simple one no special instructions are
laid down.

The rules of the Institutions and their annual reports and
budget estimates should be read as the information contained in
them will be useful for the audit.

AUDIT REPORTS.

205.  The audit report of the Lady Ampthill Nurses' Institute is
forwarded to the Chief Secretary to Government, Public Depart-
ment, with the reference to Gr.O. No. 24, Public, dated 2nd March
1911, while that relating to the Victoria Hospital and the Countess
of Dufferin's Fund is sent to the Honorary Secretary.